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2,40 (a) 

ATTENDING VETERINAFIAN AND ADEQUATE VETERINARY CARE (DEALERS AND EXHIBITORS^ 

The approved written Pnogram of Veterinary Care (PVC) did not incitide goals and hedgehogs. All corvered species 
should tja addressed in ttie PVC tq efisure |ha facility has a program tg fdllgw qpncerning fha care gl all the animala. 
Fajiure to do so could advorsaly affect the hoallfi and well-boing ol the animals. A cocnpleto and accurate wnllan 
Program el Veterinary Care with congultalion Inom the atteniJing -Hfeierinarian must be in place. 

Correct by 1 /£du 5 

Exil interview cionduded wilh laciliLy represonletive. 


Prepared By: 
Title; 

Received By: 
Title; 


TYLER FIELDS, V.M.O. 


TYiE R W FI ELDS, V, M O. U&DA , APH IS, Animal Care 

VETERINARY MEDICAL OFFICER Inspector 6iM2 


(b)(e), (b)(7)(c) 


Paoa 1 Bf 1 


Date; 

OCI-23-M15 


Date; 

Ocl-23-2015 


Insp e ction Rep oit EKplaiiatioii: http : / /tinirw. iphis .us da. gov/ soiirnsLiirelf ai-e / dowrnlo ads /IR_E>5)laii3ttioii.p df 






